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Masterkeys Pro M White LEDs 
Mechanical Keyboard with Cherry MX Switches 


The MasterKeys Pro M Intelligent White keyboard delivers the 
brightest white LED backlighting with the best responsive 
feeling that gamers have come to love. Get multiple lighting 
modes, on-the-fly macros, profile support, and CHERRY MX 
switches - all in a compact form factor design that saves you 
space without losing functionality. For those looking for a crisp, 


clearer white that an RGB keyboard cannot deliver, the 


MasterKeys Pro M Intelligent White is for you. 


Product Features Specification 


o Cherry MX Switch (Red/Blue/Brown) Switch Type CHERRY MX 
@ = Compact form factor z : 
Material Plastic / Metal 
e White LED Backlight 
Color Black 
e ARM Cortex MO 32bit CPU 
e F/W on-line update LED Color White 
@ Repeat rate Adjustment Polling Rate 1000 Hz 
e On the Fly Macro key Recording Repeat Rate 1x / 2x / 4x / 8x 
@ Win Lock Response Rate ims 
e Multimedia Function MCU 32bit ARM Cortex MO 
‘a er 3 
Aiman Design On board Memory 512KB 
e 1.5m Braided cable with gold plated connector 
; On-the-fly system Macro Record and Lighting 
o Top cover Matte Coating 
P Metal Plate Inside Smart cable manager 180 degree 
: Wrist rest N/A 
Package Information 
Cable Detachable with Micro-USB 
EAN Code (US with Brown) 4719512052129 
Connector Cable USB 2.0 
UPC Code (US with Brown) 884102028519 
Cable Length 1.5 Meters 
EAN Code (US with Red) 4719512052112 
Dimensions 38.01 x 14.38 x 4.24 cm 
UPC Code (US with Red) 884102028502 ; 
14.96 x 5.66 x 1.67 inch 
EAN Code (US with Blue) 4719512052266 . 
Product Weight 
UPC Code (US with Blue) 884102028526 . 1025 g 
(without cable) 
Package Dimensions 
Warranty 2 years 
Carton Dimensions 
Unit / Carton 10 pcs 


Carton / Pallet 
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MasterKeys Pro L White Cherry MX Switch 


The Bottom Cable Manager 180 degree 


Brightness White LED 


